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Page 6 
Contact Serevs Adjustment 


Change first paragreph to read a 
Ats unper (marking) position, there dbea, 005" clearance between 
tho upper contact screvs and the reed contacts, With the reed locked in its 
lower (spacing) position, make sure that this same clearance exists between the 
lower contact screvis and the raed contacts, 


ith the reed locked in 


Printed in U.$.4. 


